From: Papachristos, George (NFK) 

Sent: Sunday, June 21, 2009 2:11 PM 
To: Khan, Annie (DPH) 

Subject: RE: Lab 

Yup, just as I figured... Not clue! Just kidding. 

I will call you on Wednesday if that's allright to go over some of the numbers. I 

saw that the doctor's rate of error on one of them is -545.98 which is due to the 38.3 
that he used. Did you see any other mistakes? 

Did you go over your calculations? 

I just wanted to go over with you the SEM and Cl's with you if that's cool. 

Thanks for your help! 


George N. Papachristos 

Assistant District Attorney 

Norfolk County District Attorney 

45 Shawmut Road 

Canton, MA 02021 

781-830 4800 ext. 369 

fax: 781-830-4801 

cell: 


The preceding email message (including any attachments) contains information that may 
be confidential, may be protected by the attorney-client or other applicable 
privileges, or may constitute non-public information. It is intended to be conveyed 
only to the designated recipient(s) named above. If you are not an intended recipient 
of this message, please notify the sender by replying to this message and then delete 
all copies of it from your computer system. Any use, dissemination, distribution, or 
reproduction of this message by unintended recipients is not authorized and may be 
unlawful. 

-Original Message- 

From: Khan, Annie (DPH) 

Sent: Sunday, June 21, 2009 1:10 PM 
To: Papachristos, George (NFK) 

Subject: FW: Lab 


This will make more sense when you see the actually hand calculations. 

Annie's Values: 


Folk OIG PRR 035232 









Std dev: 45.00 


SEM: 14.24 

95% Cl range: 22.19 to 24. 20 grams 
99% Cl range: 21.87 to 24.52 grams 


Dr. Benjamin’s Values: 

Std dev: 197.03 

SEM: 62.35 

95% Cl range: 16.63 to 25.43 grams 
99% Cl range: 15.24 to 26.82 grams 


Thx, 

Annie 

-Original Message- 

From: Khan, Annie (DPH) 

Sent: Fri 6/19/2009 1:20 PM 
To: Home 

Subject: Norfolk 

See excel 


Folk OIG PRR 035233 





